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PAGE 01 STATE 145909 
ORIGIN SY-05 

INFO OCT-01 EUR- 12 NEA-10 ISO-00 /028 R 

DRAFTED BY A/SY/OPS/T: R JACKSON:MCE 
APPROVED BY A/SY/OPS/T: D G EISCHER, CHIEF 
A/SY/OPS/T: W GILLIAM 
DESIRED DISTRIBUTION 
A/SY/OPS/EO/NEA 

052338 230612Z/21 

R230127Z lUN 77 
FM SECSTATE WASHDC 
TO AMCONSUL CASABLANCA 
INFO AMEMBASSY MADRID 


Message Text 


LIMITED OFFICIAL USE STATE 145909 
CASABLANCA FOR OIC/RTC, MADRID FOR RSO 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: X-RAY EQUIPMENT FOR MADRID 
REF: CASABLANCA 00585 

5 FILM BADGE HOLDERS, 1 DOSIMETER, 1 PAIR LEAD GLOVES 
AND 2 LEAD APRONS SENT TO POST O/A 6/20/77. REGISTRY 
NUMBER 3939366. REQUIRED DOSIMETER CHARGER WILL BE SENT 
WHEN INVENTORY PERMITS. CHRISTOPHER 
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Decaption Note: 
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Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1977STATE1 45909 

Document Source: CORE 

Document Unique ID: 00 

Drafter: R JACKSON:MCE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Line Count: 43 
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Message ID: a503cf77-c288-dd11-92da-001cc4696bcc 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 1 -Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Subject: X-RAY EQUIPMENT FOR MADRID 
TAGS: ASEC 
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